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LET | OATE |bY | REV 

DNEN3DNS N INCHES 
UNLESS NOTED 

TOLERANCES UNLESS NOTED: 

C.E. SHEPHERD Co. Inc. 

2221 CANADA DRY ST. HOUSTON, TEXAS 77023 

r£ n NAL i /64 

„„ JLS 

02-19-03 


DECIMAL .XX .03 
-1- OR - .XXX .005 

.XX XX .00115 

ANGULAR +/- 1/2* 

RLE 


DATA ENBXKD PROPRETARY tfORUATDN 

NHCH IS CDNFPEW1AL PROIW 

3M. 1 OF 1 

SHEET PILE ATTACHMENT 

ZT™ A 031303-4 
































































